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Mr,  Chairman  and  Members, 

The  Felixstowe  Urban  District  Council, 


Mr.  Chairman,  Ladies  and  Gentlemen, 


I herewith  submit  my  annual  report  on  the  health  and  hygiene 
of  Felixstowe  for  the  year  1959o 

It  will  be  observed  that  on  the  whole  the  general  standards 
of  health  in  the  population  have  been  well  maintained  during  the 
year.  The  statistics  will  be  seen  to  compare  well  with  those  for 
the  country  as  a whole. 

In  view  of  the  imminent  retirement  of  Mr.  Greenwood  I would 
like  to  take  this  opportunity  in  the  last  of  our  many  combined 
Annual  Reports  formally  to  record  my  deep  appreciation  of  the  most 
efficient  and  cooperative  way  in  which  he  has  carried  out  his  multi 
farious  duties  during  the  period  I have  known  him  and  to  wish  him 
a long  and  happy  retirement. 

I am, 


Your  Obedient  Servant, 


Co  Ho  imiE 


Medical  Officer  of  Health. 
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Report  of  the  Medical  Officer  of  Health  for  1959 


The  estimated  population  of  Felixstowe  according  to  the 
Registrar  Generals  estimate  was  I558OO  for  1959»  This  figure  while 
showing  a small  increase  over  the  previous  year  may  well  be  rather 
low  as  we  have  within  the  town  a large  and  somewhat  fluctuating 
number  of  American  and  other  service  families  which  are  domiciled 
here  during  their  tour  of  duty  in  this  Country  but  owing  to  their 
impermanence  may  not  be  fully  represented  in  the  overall  total o 
However  there  is  no  doubt  that  during  the  post  war  period  Felixstowe 
has  continued  to  grow  steadily  and  as  far  as  can  be  seen  this  trend 
will  continue. 

The  Live  Birth  rate  for  1959  was  high  even  for  Felixstowe 
which  usually  has  a rate  above  the  average  for  the  country  as  a whole 9 
while  the  number  of  Still  Births  was  actually  lower  than  in  recent 
years. 


The  General  Death  rate  v/as  more  or  less  in  line  with  that  for 
previous  years  and  is  rather  lower  than  that  for  England  and  Wales. 
Infantile  deaths  showed  an  appreciable  decrease  when  compared  with 
the  past  5 years  but  this  figure,  involving  as  it  does  very  small 
numbers  is  liable  to  fluctuation.  The  causes  of  infantile  deaths 
as  notified  is  shown  on  page  5 while  the  general  table  of  causes 
of  death  will  be  found  on  page  6 It  will  be  observed  that  deaths 
from  malignant  disease  of  all  types  is  somewhat  lower  than  the  figure 
for  the  previous  year  while  diseases  of  the  Heart  and  Circulation  on 
the  other  hand  have  increased  slightly.  The  amount  of  variation  in 
both  cases  is  too  small  to  have  much  significance.  Deaths  due  to 
violence,  i.e.  accidents  and  suicide,  were  actually  less  than  in  1958 
but  here  again  the  numbers  involved  are  small# 

Death  from  diphtheria  and  poliomyelitis,  the  two  diseases  against 
which  immunisation  has  been  carried  out  intensively,  were  again  absent 
as  were  deaths  associated  with  pregnancy# 

Taken  all  together  these  statistics  indicate  a reasonably  high 
level  of  health  in  a community  which  is  increasing  slowly  but  steadily 
in  size. 

Notifications  of  Infectious  Disease  during  1959  totalled  284 
Of  this  number  measles  alone  accounted  for  257  cases.  This  ailment 
flares  up  regularly  every  third  year  in  Felixstowe  v/hile  in  the 
intervening  years  only  a very  small  number  of  cases  are  reported.  The 
reason  is  of  course,  connected  with  the  number  of  school  children  who 
have  not  had  the  disease.  Once  this  number  builds  up  to  a certain  value 
an  outbreak  is  triggered  off.  The  table  showing  the  ages  of  the  children 
is  of  interest  in  this  connection. 


1. 


The  table  on  page  7 refers  to  the  list  of  cases  of 
tuberculosis  which  are  on  our  records c It  will  be  observed 
that  this  number  remains  fairly  steady » The  frequent  visits 
of  the  Xray  unit  to  the  town  coupled  with  the  increasing  willing- 
ness of  the  general  population  to  be  Xrayed  have  been  of  no 
small  assistance  in  insuring  against  early  cases  being  missed. 

In  addition  by  this  means  many  conditions  of  the  heart  and  lungs 
of  a non-tuberculous  nature  have  come  to  light  which  would  not 
normally  have  become  manifest  until  the  disease  had  become  more 
advanced.  In  March  and  April  1959  ’the  Xray  survey  visited 
Felixstowe  and  7? 204  persons  or  of  the  available  adult 

population  were  radiographed. 

Milk  as  a source  of  tuberculosis  in  this  area  has 
ceased  to  be  a potential  danger,  this  disease  having  been  largely 
eliminated  from  the  herds  in  East  Anglia. 

Housing  conditions  in  the  town  are  on  the  whole  very  good, 
but  there  still  remains  a fev;  examples  of  poor  property  which, 
although  perhaps  not  attaining  the  best  standards  in  all  respects, 
is  not  so  far  defective  as  to  render  it  unsuitable  for  habita- 
tion. This  latter  type  of  property  is  being  kept  under  review. 

Overcrowding  as  such  is  not  a problem  to  any  significant 
degree  although  from  time  to  time  cases  are  brought  to  our 
notice. 


The  demand  for  housing  accommodation  still  continues 
as  is  shown  by  the  number  of  applications  for  Council  housing. 

The  needs  of  the  old  people  will  probably  increase  as 
time  passes  and  wherever  possible  accommodation  to  suit  them 
should  be  incorporated  in  future  planning. 

The  caravan  sites  in  the  town  are  well  ordered  and  their 
facilities  are  quite  adequate  for  their  purpose. 

Sewage  disposal  in  Felixstowe  does  not  offer  any  health 
problems  and  investigations  into  the  pollution  of  the  sea  around 
the  Felixstowe  beaches  have  revealed  a most  satisfactory  standard 
of  cleanliness.  Unfortunately  the  attractions  of  these  beaches 
is  only  too  frequently  marred  by  tarry  deposits  of  seabourne 
oil  which  seems  to  be  an  increasing  nuisance. 


2. 


STATISTICS 


General  Statistics 

lo  Area  of  district  in  acres  _ 4 >281 

2.  ITumder  of  inhabited  houses  5 >200 

3*  Density  of  population  - persons  per  acre  3*69 

4»  Average  number  of  persons  per  house  , 3 *03 

Rateable  value  of  district  £.281,845 

6.  Sum  represented  by  penny  rate  £1,125 

Vital  Statistics 

Summary  covering  Five  Years 


— 

1955  : 

1956 

1957 

1958 

1959 

Population 

15,340  : 

15,630 

15,650 

15,680 

15,800 

Live  Birth  Rate 
per  1000  population 

16.1 

19-3 

19.03 

18.75 

20.69 

Still  Birth  Rate 
per  1000  population 

0.13 

0.19 

0.38 

0.390 

.25 

General  Death  Rate 
per  1000  population 

11.9 

13.2 

11.0 

13.5 

13.7 

Infantile  Death  Rate 
(under  1 year)  per 

1000  live  births 

40.4 

23.2 

33.5 

27.9 

12.1 

Actual  number  of 
deaths  under  1 year 

10 

6 

10 

8 

4 

3. 


LIVE  BIRTHS 


Male 

Female 

Total 

Legitimate 

174 

134 

308 

Illegitimate 

7 

12 

19 

■ 

327 

Live 

Birth 

Live 

Birth 

Rate 

Birth 

Rate  per  1000  population  - 20.69 
calculated  for  comparison 

with  other  areas  - 21.  3 
Rate,  England  and  Wales  ~ l6.  5 

STILL 

BIRTHS 

Male 

Female 

Total 

Legitimate 

■ 2 

2 

4 

Illegitimate 

— 

— 

— 

Still  Birth  Rate  per  1000  Population  - ,25 

Still  Birth  Rate  per  1000  Births  - 12.2 

Still  Birth  Rate,  England  and  Wales  - 20 » 7 

DEATHS  ALL  CAUSES 


Death  Rate  per  1000  population  - 13 • 7 
Death  Rate  calculated  for  comparison 

with  other  areas  - 10,6 
Death  Rate,  England  and  Wales  - 11.6 


4 


Male 

Female 

Total  : 

106 

■ 111 

217  i 

DEATHS  FROM  PUERPERAL  AMD  OTHER  MTERHAL  CAUSES 

NIL 


4. 


DEATHS  OP  INFANTS  UNDER  1 YEAR 


Male  Female  Total 

1:2  3 
1-1 

4 

Death  rate  per  1000  live  births  Legitimate  - 

Death  rate  per  1000  live  births  Illegitimate  - 3*05 

Death  rate  per  1000  live  births  England  and  Wales  - 22,0 

DEATHS  OF  INTRANTS  UNDER  FOUR  WEEIIS 

Male  Female  Total 

Legitimate  1 1 2 

Illegitimate  - - 


2 

Death  rate  per  1000  live  births  - 

DEATHS  OF  INl^ANTS  UNDER  ONE  TOEK  

Male  Female  Total 

Legitimate  1 - • 1 

Illegitimate  - - - 


1 


Legitimate 

Illegitimate 


CAUSES  OF  DEATH  UNDER  ONE  YEAR 

DISEASE 

Anencephaly 

Gastro  Enteritis 
Prematurity 
Asphyxiation 
TOTAL 


MALE 


1 

1 


FEMALE 

1 


1 

2 


5- 


CAUSES  OF  DEATH 


TOTAL 


NO 


MALE 


FEMALE 


1. 

2. 

3. 

4. 

5- 

6 • 

7- 

8. 

9. 

lOo 

11. 

12. 

13. 

14. 

15. 

16. 
1?. 
18. 

19. 

20. 
21. 
22. 

23. 

24. 

25. 

26. 

27. 

28. 

29. 

30. 

31. 

32. 

33. 

34. 

35. 

36. 


Tuberculosis  Respiratory 
Tuberculosis  other 
Syphilitic  Disease 
Diptheria 
Whooping  Cough 
Meningcoccal  Infectio’as 
Acute  Poliomyelitis 
Measles 

Other  infective  & parasitic  diseases 
Malignant  neoplasm,  stomach 
Malignant  neoplasm,  breast 
Malignant  neoplasm,  lung  Sc  bronchus 
Malignant  neoplasm,  uterus 


1958 


2 

6 


Other  Malignant  Sc  Lympathic  neoplasms 

16 

10 

13 

12 

29 

22 

Leukaemia,  Aleukaemia 

1 

- 

1 

• 1 

: 2 

1 

Diabetes 

— 

1 

1 

- 

1 

1 

Vascular  lesions  of  nervous  system 

10 

9 

: 16 

22 

26 

31 

Coronary  disease,  angina 

28 

38' 

14 

15 

42 

53 

Hypertension  with  heart  disease 

3 

3 

4 

: - 

7 

3 

Other  heart  diseases 

10 

9 

24 

22 

34 

31 

Other  circulatory  diseases 

2 

2 

6 

5 

8 

7 

Influenza 

— 

- 

— 

2 

- 

2 

Pneumonia 

3 

6 

2 

6 

5 

12 

Bronchitis 

4 

2 

. 1 

3 

5 

5 

Other  diseases  of  respiratory  system 

1 

2 

- 

1 

1 

3 

Ulcer  of  stomach  and  duodenum 

— 

- 

1 

— 

1 

- 

Gastritis  enteritis  Sc  diarrhoea 

1 

1 

3 

: - 

4 

1 

Nephritis  Sc  nephrosis 

1 

- 

- 

— 

1 

— 

Hyperplasia  of  prostate 

- 

2 

- 

- 

; - 

2 

Pregnancy,  childbirth,  abortion 

- 

- 

— 

i - 

- 

- 

Congenital  malformations 

2 

. - 

1 

- 

3 

Other  defined  and  ill-defined  diseases 

11  ; 

4 

6 

7 

17 

11 

Motor  vehicle  accidents 

2 

2 

— 

2 

2 

4 

Suicide 

- 

— 

3 

: - 

3 

- 

Homicide  Sc  operations  of  war 

- 

— 

— 

■ - 

: -- 

- 

All  other  accidents 

3 

1 

: 1 

■ 1 

4 

2 

TOTAL 

104 

106 

108 

111 

212 

21 

1959-  1958  ' 1959  1958 


5 

5 


1 

5 

2 

1 


7 

5 

6 

2 


1959 

1 

1 


7 
5 

8 

1 


6. 


MONTHLEY  TOTAL  OP  NOTIFIABLE  DISEASES 


Jan  FeL  ■ Mar  ■ Apr  ; May  Jun  Jul  • Aug  : Sep  Oct  Nov  Dec 


: P.  Poisoning 
: Scarlet  Fever  - « 

Acute  Pneumonia  ; - 2 

ViTiooping  cough  1 - 

Erysipelas  : - - 

Measles  - - 

Acute  encephalitis  - , 

Puerperal  pyrexia  - 1 

Ophthalmia  Neonatorum  - - 


NOTIFIABLE  DISEASE  CLASSIFIED  BY  AGE 


AGES 

IN  YEARS 

TOTAL 

TOTAL 

TOTAL 

TOTAL 

1- 

3- 

5- 

10 

- 15- 

45- 

65- 

un 

kmown 

1956 

1957 , 

1958 : 

1959 

Scarlet  Fever 

— 

— 

2 

3 

— 

■ — 

- 

— 

— 

— 

— 

1 

5 

P.  Poisoning 

— . 

— 

— 

~ 

2 

' — 

:4 

1 : 

— 

— 

4 

— 

7 

Whooping 

— ■ 

1 

— 

1 

— 

— 

— 

- 

1 

6 

3 

2 

Acute  encephalitis 

— . 

— 

— 

— 

- 

. 1 

— 

— 

- 

— 

1 

Measles 

3 ; 

48 

66 

136 

2 

■ — 

— 

2 

481 

3 

1 

257 

Erysipelas 

— : 

— 

— 

— 

— 

1 ■ 

— 

— 

1 

- 

1 

Pneumonia 

— : 

— 

— 

1 

— 

1' 

— 

6 

1 

1 

- 

— 

9 

Ophthalmia  Neonatorum 

1 

-L 

— 

— 

— 

— 

; — 

- 

— 

- 

— 

— 

1 

Puerperal  pyrexia 

- ; 

-- 

- 

— 

- 

1 

— 

— 

— 

1 

— 

*** 

1 

TUBERCULOSIS  AND  TUBERCULOSIS  DEATH  OVER  QUINQUENNIAL  PERIOD 


Tuberculosis  rate  per  1000  population 
Tuberculosis  Death  rate  per  1000  popule.tion 
Total  deaths  from  Tuberculosis 


1955 

■1956 

1957 ; 

1958 

1959 

6.8  : 

6.5 

6.3  i 

5.3 

5.4 

0.06  ^ 

0.0 

0.12  : 

0.0 

0.6 

1 : 

0 

3 ^ 

1 

7. 


TUBERCULOSIS  TABLES  FOR  I959 


Number  of  cases  of  Tuberculosis 
on  the  Register  on  1st  January  ’59 

Number  of  cases  notified  under 
Regulations  for  the  first  time 
during  the  year 

Number  of  cases  restored  to  the 
Register  having  been  removed  in  a 
previous  year 

Number  of  cases  added  to  the 
Register  and  brought  to  notice 
otherwise  than  by  primary  notification 

Number  of  cases  removed  from  the 
Register  during  the  year 

Number  of  cases  remaining  on  the 
Register  at  the  end  of  the  year 


MALE  ; 

FEBiAXE  : 

Pulm  Non 

pulm  Non  i 

TOTAL 

pUlm  ; 

pulm  ; 

« 

40  5 

36  2 

83 

3 - : 

4,1 

8 

4 1 

3 ■ - ; 

8 

4 

10  : - 

14 

43  ' 6 

33  3 

85 

REASONS  FOR  REUfOVAL  FROM  ToBo  REGISTER 


REASONS 


Recovered 

Removed  to  other  districts 
Died  (not  notified  as  ToBo) 
Died  (other  causes) 


MALE  ^FEMALE  •'  TOTAL 


4 


11 


8. 


SUNSHINE  AND  RAINFALL 


Sunshine  Rainfall 

hours  inches 

J anuary 

102.8 

1.56 

February 

74.7 

.15 

; March 

123.4 

.86 

April 

155.2 

1.56 

May 

254.7 

.28 

June 

280.0 

,81 

July 

306.0 

; 2.02 

August 

220.0 

1.17 

• September 

232ol 

: 0O3 

October 

179.5 

1.65 

; November 

67.9 

2.51 

: Decem.ber 

32ol 

2.79 

1957 

1958 : 1959  ; 

Average  hours  of  sunshine  per  day 

4.57 

4.05:  5.83  1 

Average  inches  of  rainfall  for  year 

20.62 

27. 08  ; 15.39  ; 

I aiHj 

Your  obedient  Servant 

Co  H.  IMRIE 

Medical  Officer  of  Health 
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FELIXSTOre  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT  OF  THE  PUBLIC  HEALTH  INSPECTOR 

FOR  THE  YEAR  1959 


Mr.  Chairman,  Lesdamos  'md  Gentlemen, 

90 5 Complaints  were  received  during  the  year. 

105>  notices  were  served,  102  informal  and  3 statutory. 

WATER  SUPPLY 


The  source  of  the  Felixstowe  and  District  Company’s  water 
supply  is  a deep  well  at  Rushmere  to  which  was  added  in  1938  additional 
supplies  from  the  Newhourn  stream  and  the  Mill  River,  Bucklesham.  A 
storage  reservoir  to  hold  one  peak  day’ s supply  of  treated  water  has  been 
constructed  this  year  near  the  water  tower  at  Sprites  Hall  Lane. 

Only  one  house  within  reach  of  the  water  mains  (but  about 
100  yds  av'/ay)  remains  unconnected  and  still  depends  on  a shallow  well. 

One  block  of  offices,  formerly  a hotel,  is  connected  only  for  fire  pro- 
tection purposes.  There  are  a number  of  houses,  mostly  farm  properties 
supplied  by  private  bores.  Thirteen  houses  remain  supplied  by  shallow 
wells  v/here  no  public  supply  is  available.  There  are  thirteen  houses 
where  mains  'water  is  not  piped  into  the  houses  but  is  drawn  from  wash 
house  taps  or  standpipes. 

The  Town  supply  has  shovm  a consistently  high  standard  of  purity. 
Samples  are  sent  by  the  Water  Company  every  fortnight  for  bacteriological 
examination.  Five  check  samples  were  taken  during  the  year  and  reported 
by  the  Public  Health  Laboratory  to  give  excel"’ ent  results. 

The  chemical  composition  of  the  water  is  shown  in  a sample 
submitted  for  analysis  to  the  Counties  Public  Health  Laboratory, 

London  on  1st  September  1959  as  follows?- 

PUBLIC  SUPPLY  - CHEMICAL  ANALYSIS 

The  Counties  Public  Health  Laboratory 

66,  Victoria  Street,  London  S.Wol 

Analysis  of  a sample  of  water  labelled  ’Tap  in  yard  at  South 
Beach  Mansion,  Felixstowe  Town  Supply’ , received  from  the  Felixstowe 
Urban  District  Council  on  the  1st  September  1959 • 


10. 


CHEMCAL  RESULTS  IN  PARTS  PER  MILLION 


Appearance clear  and  bri^t  Turbidity nil 

Colour  nil  Odour  nil 

pH  7*5  Free  carbon  dioxide 7 

Electric  Conductivity 4^0  Dissolved  solids  dried  at  l80^C  330 

Chlorine  present  as  Chloride  . 34  Alkalinity  as  Calcium  Carbonate  120 

Hardnessi  Total 215  Carbonate  120  Non-carbonate 95 

Nitrate  Nitrogen  10  Nitrite  Nitrogen absent 

Ammoniacal  nitrogen  0.000  Oxygen  absorbed 0.15 

Albuminoid  nitrogen 0.000  Residual  chlorine  absent 

Metals?  Iron  Zinc  Copper Lead  absent 

This  sample  is  clear  and  bright  in  appearance,  has  a reaction 
slightly  on  the  alkaline  side  of  neutrality  and  is  free  from  metals. 

The  water  is  moderately  hard  in  character  but  it  contains  no  excess  of 
mineral  or  saline  constituents  in  solution.  It  conforms  to  the  highest 
standard  of  organic  quality. 

These  are  satisfactory  results  indicating  a water  which,  from 
the  aspect  of  the  chemical  analysis,  is  pure  and  wholesome  in  character 
and  suitable  for  drinking  and  domestic  purposes. 

(signed)  ROY  HOATHER 

10th  September  1959 

SAMPLING  OF  WATER  FOR  BACTERIOLOGICAL  EXAMINATION 

FELIXSTOV^E  DOCK  C0I\/[PANY*S  SUPPLY  6 samples  were  taken  during  the  year; 
three  satisfactory  and  three  where  chlorination  was  reported  to  be 
insufficient.  This  matter  was  taken  up  with  the  Port  Health  Authority 
the  source  of  supply  being  within  our  jurisdiction  and  the  final  dis- 
charge point  within  theirs.  It  is  possible  that  the  chlorination  is 
sufficient  but  that  the  water  is  subject  to  pollution  through  defects 
in  mains  or  hydrants. 

FARM  AND  FARI^ii  COTTAGES  using  their  own  bore  supply  for  all  purposes. 
Three  samples  taken;  two  satisfactory  and  one  reported  suspicious. 

This  was  being  further  investigated  at  the  end  of  the  year  and  a 
further  check  made  on  the  water  by  chemical  analysis. 

SHALLOW  TOLL  TO  4 COTTAGES  One  sample,  seriously  polluted.  These  four 
cottages  are  not  themselves  within  the  circuit  of  the  water  company’s 
mains  but  have  been  conrje.cfced  to  them  through  the  farm  supply. 
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SANITARY  ACCOFMODATION 


There  are  no  pail  closets  remaining  at  houses  within  reach 
of  the  public  sewers.  Only  two  houses  in  the  district  share  a W.C. 

HOUSING  CONSOLIDATED  REGULATIONS 

Details  of  housing  v/ork  specified  in  the  above  regulations 
are  as  follows 2 - 

The  number  of  houses  the  defects  of  which  were  remedied 
in  consequence  of  informal  action  by  the  Local  Authority 


or  their  Officers  4I 

The  number  of  houses  which  were  rendered  fit  after 
service  of  formal  notice  3 

The  number  of  houses  made  fit  under  Section  24  Housing 
Act  1957  nil 

The  nimiber  of  demolition  or  closing  orders  made nil 

The  number  of  houses  in  respect  of  which  an  under- 
taking was  accepted  under  sub-section  3 of*  section 
11  of  the  Housing  Act  1936  5 

The  number  demolished^, nil 

RENT  ACT  1957 


This  Act  came  into  force  on  the  6th  July  1957*  makes 

lawful s- 

(a)  Increases  of  rent  of  houses  with  a rateable  value  of 
up  to  £30  subject  to  the  premises  being  put  in  good 
repair. 

(b)  Decontrol  of  houses  above  a rateable  value  of  £30. 

The  effect  of  this  Act  has  been  that  many  houses  that  had 
become  dilapidated  have  been  put  in  good  repair  for  the  first  time  for 
many  years.  In  the  main  tenants  have  accepted  some  increase  of  rent 
as  reasonable  in  the  changed  standard  of  money  values  so  long  as  they 
have  continued  security  of  tenure.  Notices  to  quit  decontrolled  houses 
have  not  given  us  any  housing  problems  during  the  year. 

The  passing  of  the  Act  has  resulted  in  a great  many  requests 
for  information  and  advice  some  of  which  were  dealt  v/ith  in  this  depart- 
ment and  others  by  the  Clerk* s department.  Details  of  action  taken  under 
the  Act  ares- 
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Number  of  applications  for  Certificates  of  Disrepair  53 


Number  of  decisions  not  to  issue  certificates  1 

Number  of  api  lications  withdrawn 2 

Number  of  decisions  to  issue  certificates  49 

(a)  in  respect  of  some  but  not  all  defects  33 

(b)  in  respect  of  all  defects 16 

Number  of  undertakings  given  by  landlords  under  para- 
graph 5 of  the  first  schedule  47 

Number  of  undertakings  refused  by  Local  Authority 
under  proviso  to  paragraph  5 of  the  first  schedule  nil 

Number  of  Certificates  issued 2 

Number  of  applications  pending  at  end  of  year  1 


IMPROVEl/IENT  GRANTS 


This  year  saw  the  introduction  of  the  scheme  of  Standard  Grants 
which  can  be  claimed  as  a right*  Hitherto  grants  have  been  at  the  discretion 
of  the  Council  and  they  still  remain  so  for  improvements  and  conversions. 

But  a property  owner  may  claim  as  a right  half  the  cost  of  installing  an 
internal  W.C.j  bath,  wash  hand  basin,  food  store,  and  hot  water  system 
or  any  one  of  these  amenities  which  may  be  lacking  subject  to  a ceiling  of 
£155*  This  is  a great  improvement  on  the  old  scheme  where  grants  could 
not  be  made  unless  improvements  involved  the  sum  of  at  least  £100,  It 
contains  one  provision  which  has  caused  difficulty  here  and  prevents  grants 
being  given  for  putting  a W*Co  inside  the  house  if  the  existing  one  is 
contiguous,  that  is  to  say  outside  but  attached  to  the  house.  This  seems 
rather  a retrograde  step  in  many  cases  as  a house  without  an  inside  W.C. 
cannot  really  be  considered  as  coming  up  to  a modern  standard. 

This  department  made  the  provisions  of  the  new  scheme  known  to 
estate  agents,  builders,  property  owners  etc.  and  v/e  have  had  more  inquiries 
and  more  applications  for  grants  than  in  previous  years*  There  are  still 
a great  many  people  who  might  take  advantage  of  the  scheme  who  do  not  do 
so.  This  particularly  applies  to  property  let  out  for  rent  and  to  this 
extent  the  scheme  fails  in  what  has  been  one  of  its  main  purposes  since  its 
inception  which  has  been  to  give  assistance  to  bring  old  property  up  to 
the  amenity  standard  of  new  houses.  It  seems  likely  now  that  this  end  will 
never  be  achieved  until  Local  Authorities  are  given  powers  to  enforce  these 
grant-aided  improvements  in  suitable  cases. 

Pifty-one  visits  of  inspection  were  made  in  connection  with 
improvement  grants.  These  included  some  made  for  the  purpose  of  giving 
advice, some  where  the  applications  were  not  in  order  and  a number  where  the 
applicant  was  not  willing  to  comply  fully  with  the  scheme  and  where  the 
case  did  not  go  forward.  14  grants  were  made  during  the  year# 
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SHOPS  ACT  1950 


On  the  1st  AugiJist  1953  the  Council  accepted  delegation  of  certain 
of  the  powers  and  duties  of  the  County  Couicil  under  the  above  Act  and  are 
now  responsible  for  lighting^  heating,  ventilation,  sanitary  accommodation 
provision  of  washing  facilities  and  for  the  taking  of  meals  in  shops* 

NOo  of  shops  inspected  3 

No.  of  inspections  7 

Notices  served  during  the  year  2 

Notices  outstanding  . 2 


CAMPING  SITES 

The  number  of  sites  licensed  for  camping  under  the  Public  Health 
Act  1936  section  269  during  the  year  is  shown  belows- 


Licences  to  use  land  as  sites  Total  No*  of 
for  moveable  dwellings  vans  thereon 


Licences  to  erect  vans  on 
particular  sites 


435 


Total  No.  of 
vans  thereon 


3 


3 


Six  of  the  above  are  holiday  camping  sites  accommodating  10  - 278 
caravans.  All  sites  have  town’s  water  available  and  all  have  water  closet 
sanitation  except  one  at  the  Perry  which  is  unsewered.  This  one  is  supplied 
v/ith  chemical  closets  emptied  by  the  Council  three  times  per  week  at  the 
height  of  the  season.  All  sites  were  well  conducted  during  the  year  and 
were  not  the  subject  of  complaint  at  any  time. 

There  is  a growing  tendency  to  park  caravans  for  short  periods 
on  unlicensed  sites.  This  might  become  a problem  especially  at  the  Perry. 
The  law  at  present  gives  local  Authorities  no  rational  control  over  summer 
camping  and  caravanning  and  needs  to  be  brought  into  line  with  modern  dev- 
elopements  of  these  popular  activities. 
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SUMMARY  OP  INSPECTIONS 


HOUSING  AND  PUBLIC  HEALTH  ACT 

Houses  inspected  58 

Re-inspections  leexection  of  work  324 

Drains  inspected  100 

Drains  tested  ..  34 

Rent  Act  1957 9^ 

Improvement  Grants ^1 

Infectious  Disease  Control 8 

Noise  Nuisance....,,,.,...  35 

Mosquitoes  9 

Visits  re  water  supplies  ana  sampling  ..,33 

Beach  hut  sites  21 

Keeping  of  animals  ^ 9 

Overcrowded  and  vermin  infested  houses  17 

Refuse  storage  and  removal  . , 30 

Camping  sites . 4I 

Sanitary  defects  and  nuisances  88 

Smoke  observations 15 

Septic  tank  installations  23 

Offensive  trade  8 


INSPECTIONS  RE  SUPERVISION  OP  FOOD  SUPPLIES 

Bakehouses  20 

Pishfryers/f ishshops  , 28 

Ice  cream  (inspections  and  visits  for  samples) 34 

Dairy  premise Sj  milk  shops j (inspections  and  visits  for  samples) 37 

Slaughterhouse  17-1 

Butchers  and  sausage  making  premises  54 

Cafe/restaurants  and  similar  premises  35 

Pood  condemnations  (excluding  slaughterhouse)  25 

Pood  poisoning  2 


MISCELLANEOUS  ACTS 

Factory  Acts  19 

Shops  Act  7 

Pet  Animals  Act  1 

Rodent  infestation  (agricultural  land)  4 
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FACTORIES  ACTS,  1937  to  1939 

PART  1 OF  THE  ACT 


At  factories  without  power  the  Council  are  responsible  for  the  provisions 
of  the  Act  relating  to  cleanliness,  overcrowding,  temperature,  ventilation,  draina^ 
of  floors  and  sanitary  conveniences  and  at  factories  with  power  for  the  provision 
and  maintenance  of  sanitary  conveniences  only*  This  distinction,  once  important 
is  fast  disappearing*  There  are  few  factories  without  power  in  some  form  or  other 
except  small  self  occupied  workshops  and  work  places  like  builders  yards  etc.  As 

H. M.  Inspector  inspects  all  factories  and  is  required  to  riotify  deficiencies  of 
sanitary  accommodation  to  the  Local  Inspector  there  is  under  present-  arrangements 
a good  deal  of  overlapping. 

I.  Inspections  for  the  purpose  of  provisions  as  to  health* 


Premises 

(1) 

Number 

on 

Register 

(2) 

number  of 

Inspections 

(3) 

Written 

Notices 

(4) 

Occupiers 

Prosectued 

(5) 

(i)  Factories  in  which  Sections 
1,2, 3 >4  and  6 are  to  be 
enforced  by  Local  Authorities 

13 

— 

- 

- 

(ii)Factories  not  included  in 
(i)  in  which  Section  7 is 
enforced  by  the  Local 
Authority 

71 

19 

1 

- 

(iii)  Other  premises  in  which 
Section  7 is  enforced  by 
the  Local  Authority 
(excluding  ouG-workers’ 
premises) 

- 

— 

- 

— 

84 

19  ; 1 

•r*. 
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(1) 


Want  of  cleanliness  (Sl) 
Overcrowding  (S2) 

Unreasonable  temperature  (S3) 
Inadequate  ventilation  (S4) 


Number  of  oases  in  which  defects 

were  g- 


Pound 

(2) 


Remedied 

(3) 


Referred 

To  H.M.  By  H.M. 


Inspector 

(4) 


Inspector 

(5) 


Number  of 
cases  in  whLffh. 
prosecutions 
were  institut- 
ed 


(6) 


Number  of  cases  in  which  defects 

Number  of 

were  s- 

cases  in  which 

Referred 

■ Prosecutions 
were  institut- 

;To  H.M 

By  H.M 

ed 

(1) 

Pound 

(2) 

Remedied: Inspector 
(3)  : (4) 

Inspector 

(5) 

(6) 

Ineffective  drainage  of 
floors 

Sanitary  conveniences 

- 

- - 

- 

- 

(a)  Insufficient 

(b)  Unsuitable  or 

— 

— — 

— 

— 

defective 

1 

1 

I 

— 

(c),Not  separate  for  sexes 

— 

- - 

- 

- 

Otnoj.  offences  against  the 

Act  (not  including  of fen- 

ces  relating  to  Outwork 

mmm 

imm  mm 

■ 

TOTAL 

1 

1 

1 

- 

17. 


PART  VI HOF  THE  ACT 


QIZrWORK 

Sections  110  and  111 


'V 

Section  110 

Section  111 

Nature  of 
: Work 

No.  of 
out -workers 
xn  August 
list 

^squired 
by  section 

no  (i)(c) 

No  of 
cases  of 
default 
in  sending 
list  to 
Council 

No.  of 
; prosecu- 
; tions  foi 
failure 
i to  suppl;^ 
: lists 

; No.  of 
; instances 
'i  of  work  in 
: unwhole- 
r'  some 
; premises 

L Notices: 

; served  ; 

Prose- 

cutions 

(1)  : 

(2) 

(3) 

(4) 

(5) 

i (6)  ; 

(7) 

; Wearing)Making 
: Apparel)  etc. 

Cleaning 
: and 

: Washing  ^ 

1 

- 

- 

V 

— 

Household  linen  • 

— 

- 

— 

- 

— 

; Lace,  lace  cur- 
_ tains  and  nets 

— 

— 

— 

— 

Curtains  and  : 

; furniture  hang-  ; 

■ ings  : 

. 

; Furniture  and 
i upholstery 

— 

— 

— 

: Electro-plate  ; 

- 

— 

— 

— 

— 

— 

: File  making 

— 

— 

— 

— 

— 

— 

; Brass  and  brass 
: articles 

mm 

mmm 

: Fur  pulling  ; 

— 

- 

— 

— 

- 

— 

Iron  and 
steel  cables 
and  chains 

— 

- 

— 

— 

mm 

— 

Iron  and 
steel  anchors 
and  grapnels 

— 

— 

— 

— 

— 

— 

Cart  gear 

— 

— 

— 

— 

- 

— 

Locks,  lat- 
ches and  keys 

Umbrellas  etc 

— 

- 

- 

— 

- 

- 

PART  ¥111  CP  THE  ACT  Cent. 


OUTWORIC 

Sections  110  and  111 


Section  110 

Section  111 

:]l0  of 

Out -workers 
in  August 
list 

required 
by  section 

no  (i)(c) 

■No  of 
:cases  of 
;de  fault 
.'in  sending 
Jlists  to 
Council 

No  0 of 
prosecu- 
tions for 
•failure 
to  supply 
lists 

'No.  of 

'instances 

cf  work  in 

unwhole- 

isome 

:premises 

^Notices 
: . erved 

Prose- 

cutions 

(2) 

i (3) 

(4) 

(5) 

(6) 

(7) 

: Artificial 
flowers 

— 

.. 

mm 

• 

Nets  other 
. than  wire  nets- 

mm 

Tent  s 

- 

— 

mm 





: Sacks 

— 

— 

— 

— 

: Racquet  and 
tennis  halls 

— 

- 

— 

- 

- 

— 

Paper  bags 

— 

— 

The  making  of 
boxes  or  other 
receptacles  or 
parts  thereof 
made  wholly  or 
partially  of 
paper 

- 

— 

— 

- 

- 

- 

Brush  making  : 

- 

— 

- 

— 

mm 

Pea  picking 

- 

- 

- 

- 

— 

Feather  sorting 

- - 

- - 

— 

- 

— 

Carding  etc* 
of  buttons  etc. 

— 

Stuffed  toys 

— 

— 

- 

- 

- 

- 

Basket  making 

— 

— 

— 

— 

Chocolates  and 
sweetmeats 

— 

— 

Cosaques 
Christmas 
stockings  etc. 

— 

— 

— 

— 

— 

— 

Textile  weaving 

- 

— 

— 

mm 

mm 

Lampshades 

— 

mm 

mm 

' ' ' \ 

TOTAL 

1 

— 

■ 

mm 



INSP‘i]CTIONS  RE  SUPERVISION  OP  FOOD  SUPPLIES 


FOOD  m GIENE  REGULATIONS  1933 


Catering  is  one  of  the  Town's  principal  industries  and  the 
above  Regulations  apply  to  200  to  25O  premises  categories  of  which 
are  detailed  below.  All  persons  in  the  food  trade  were  sent  a cir- 
cular giving  the  gist  of  the  Regiilations  in  concise  form§  posters  and 
other  literature  suitable  for  distribution  and  display  in  food  rooms 
have  been  circulated  from  time  to  time.  The  princioal  thing  needed  if 
the  Regulations  are  to  be  complied  with  is  more  ade  luate  inspection. 


THE  NUMBER  OP  POOD  PRPa'iISES  IN  THE  AREA 


Bakehouses  9 

Grocers  32 

Sweet  and  rock  rnai  uf acturers ' , , .1 
Restaurants  cafes  and  teashops.  5^ 
Shell  fish  boilers  2 


Hotels  and  Guest  houses  (approx) 7^ 


Butchers  I6 

Fruiterers  and  greengrocers  17 

Confectioners  and  sweetshops  20 

Licensed  prc  mlses  1? 

Fish  shops  12 

(fishfryers  8 dealers  in  wet 
fish  only  4) 


PREMISES  REGISTERED  UNDER  SECTION  I4  OF  THE  FOOD 
AND  DRUGS  ACT  MW  MILK  AND  DAIRIES  REGS  1949 


Dairies  3 Ice  cream  manufacturers 1 

Sausage  manufacturers 11  Ice  cream  dealers  iS 

The  total  inspections  of  food  premises  of  all  kinds  including 
slaughterhouse  and  dairies , during  the  year  (vide  pagel5  ) is  366. 

Notices  given  include  the  followings - 


To  Reconstruct  food  preparing  room  , , 1 

Cleanse  premises  and  equipment  3 

Provide  handwashing  facilities  .5 

Protect  food  from  contamination 4 

Improve  refuse  storage  arrangements 1 

Provide  first  aid  kit  2 

Notices  re  smoking,  2 
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PUBLIC  HEALTH  SHELLFISH  REGULATIONS  1934 


Whelks  are  obtained  from  Cobbold’ s Point  and  Shingle  Street o 
None  is  obtained  from  grounds  liable  to  pollution*  The  whelks  are  cooked 
before  despatch  to  market*  V/inkles  can  be  obtained  from  the  estuary 
of  the  Orwell  where  pollution  is  possible  but  they  are  not  gathered 
for  trade  purposes. 


REGISTRATION  OF  HAV/KERS  OF  FOOD 

The  Council  by  resolution  brought  into  force  Section  88  of 
the  Pelixstov/e  U.DoCo  Act  1947  which  provides  for  the  registration  of 
hawkers  of  food  and  of  premises  used  by  them  for  storage  of  food  in- 
tended for  sale;^- 

The  following  registrations  have  been  mades- 

(a)  Persons  registered  as  food  hawkers  - 7 

(b)  Premises  registered  for  the  storage 
of  food  intended  for  sole  from  cart, 

barrow  or  other  vehicle.  - 4 

MILK  ANL  DAIRIES 

There  are  three  registered  dairies  in  the  district  all  of 
them  dealing  in  designated  milks.  Licences  for  special  milks  issued 
during  the  year  to  dairymen  and  distributors  weres- 


Lealers  in  sterilised  milk  6 
Dealers  in  tuberculin  tested  milk  6 
Dealers  in  pasteurised  milk  l8 
Pasteurisers  licensed  by  the  County  Council  1 


MILK.  BOTTLES 


There  were  32  milk  bottle  samples  taken  during  the  year  as 

followss- 

Satisfactory  - 32 

Unsatisfactory  - nil 
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SAMPLES  OP  MILK  FOR  BACTERIOLOGICAL  EXAiMINATION 


No . of 

samples 

taken 

Type  Results 

30 

T.  . . j ■ Satisfactory  - 28 

Pasteurised 

. Void  - 2 

21 

Tuberculin  tested  Satisfactory  - 21 
(pasteurised)  Unsatisfactory  - 0 

3 

Sterilised 

Satisfactory  - 3 

Unsatisfactory  -0 

TOTAL  number  of  samples  taken  during  year  - 54 


All  milk  sold  in  this  district  is  now  pasteurised  or  sterilised. 

ICE  CREAI^i 

There  now  remains  only  one  manufacturer  of  ice  cream  in  the 
district.  There  are  7^  registrations  for  the  sale  of  ice  cream.  Other 
premises  such  as  hotels j cinemas,  clubs  etc.  sell  ice  cream  but  are 
not  required  by  law  to  register. 

The  following  table  shows  the  number  of  samples  of  ice  cream 
taken  and  hov/  they  were  graded  in  the  laboratory  (Grades  1 Sc  2 are 
satisfactory) 


Results 

GRADE 

GRADE- 

GRADE 

GRADE: 

1 

2 

3 

4 i 

Satisfactory 

3 

- 

- 

— 

Unsatisfactory 

- 

— 

— 

1 

Total  number  of  samples  - 4 

Satisfactory  - 3 

Unsatisfactory  - 1 

This  email  number  of  samples  is  recognised  as  inadequate 
for  a town  where  ice  cream  is  a popular  article  of  trade  but  is  all 
that  can  be  managed  in  present  circumstances. 
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PARTICULARS  OP  POOD  CONDEJ/HTED  DURING  THE  YEAR 


Goods  not  tinned  or  packeds 

> 

Commodity 

Weight 

• Meat  (at  shops) 

47  Ihs 

Goods  tinned  or  packed. 


Commodity 

No.  of  tins  or  packs 

biscuits 

22 

Vegetables 

10 

Meat 

40 

Cake 

13 

Pruit 

82 

Milk 

3 

Chocolate  drink 

1 

Coffee 

1 

Soup 

9 

Pish 

7 

Pruit  juice 

5 

Lemon  curd 

1 

TOTAL 

194 

MAT  INSPECTION 


The  bulk  of  our  home  killed  meat  supply  is  slaughtered  at 
Ipswich,  We  have  only  one  licensed  slaughterhouse  and  this  is  confined 
to  serving  the  needs  of  the  one  bi  siness  and  is  used  for  all  classes  of 
animals. 


All  meat  slaughtered  is  of  high  grades  no  cows 5 boars  or  sows 
were  slaughtered.  The  Cash  Captive  bolt  pistol  is  used  on  all  animals- 
100^  inspection  is  given  to  bovines  and  pigs  and  about  75^  "to  sheep. 
Three  slaughtemen  are  licensed  under  the  Slaughter  of  Animals  Act  1933- 

1954 
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CARCAb^^'S 


0?i>  A1 , 


T'. 

J ..I 


-ipl. 


'y'  1.^, 


A,;j. 


wi'j 


IR 


W:iOJ;,E  OR  PART 


Cattle 

Excluding 

Cows 

Cows 

Calves 

Sheep 

Sc 

Lambs 

Pigs 

Horses; 

RumRer  killed 

143 

— 

■ 18 

265 

: 106 

— 

Number  inspected 

143 

- 

18 

160 

100 

- 

All  diseases  except 

Tuberculosis  and  Cysticerci 

VVhole  carcases  condemned 

- 

— 

1 

— 

» 

— 

Carcases  of  which  some  part 
or  organ  was  condemned 

19 

— 

- 

— 

3 

- 

Percentage  of  the  number 
inspected  affected  with 
diseases  other  than  tuber- 
culosis and  cysticerci. 

13.2 

— 

- 

— 

CO 

• 

■. r\i 

- 

Tuberculosis  only 

Whole  carcases  condemned 

- 

- 

- 

- 

— 

— 

Carcases  of  which  some  part 
or  organ  was  condemned 

5 

— 

— 

- 

5 

- 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

3.5 

- 

- 

- 

4.7 

- 

Cysticercosis  carcases  of 
which  some  part  or  organ 
was  condemned 

— 

— 

- 

— 

— 

Carcases  submitted  to 
treatment  by  refrigeration 

— 

- 

— 

— 

— 

— 

Generalised  and  totally 
condemned 

— 

— 

— 

- 

- 

— 
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PESTS  ACT  1949 
Rat  and  Mice  Destruction 


Our  present  arrangements  for  rat  destruction  are  that  we 
give  free  treatment  to  private  houses  and  charge  for  business  premises. 
It  is  obligatory  for  the  occupier  of  any  premises  to  notify  the  Local 
Authority  when  it  comes  to  his  knowledge  that  rats  or  mice  are  living 
on  or  resorting  to  his  land  in  substantial  numbers. 

The  result  of  a survey  of  all  farm  lands  14  in  number  in  the 
district  is  as  follows s~ 

The  very  dry  summer  has  dried  up  ditches  on  farms  thereby 
cutting  off  water  supply  to  rats  and  also  enabling  farmers  to  burn 
undergrowth.  Consequently  there  were  fewer  rats  on  the  farms  than 


last  year. 

Number  reasonably  well  serviced  by  Occupier , 8 

Serviced  by  Council's  Rodent  Operator  1 


Serviced  by  Occupiei  but  needing  further  treatment 5 


We  carry  -^ut  periodic  reinspections  on  all  farms. 

285  complaints  of  rats  and  mice  infestation  were  received  during 
the  year.  Premises  treated  were 2 - 

396  Private  houses s 12  Business  premises 2 I5  Coioncil  propertias 

DISINPECTIONS 

25  disinfections  of  rooms,  bedding  etc.  were  carried  out 
during  the  year.  The  Council's  Rodent  Operator  also  destroyed  93  wasps 
nests. 


I am, 


J/lr.  Chairman,  Mesdames  and  Gentlemen, 

Your  obedient  servant, 

ROBERT  GREENWOOD  C.R.S.Ho  M.AoP.H.I. 
Public  Health  Inspector 


South  Beach  Mansion, 
Bent  Hill, 

Felixstowe 
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